ERRATUM 


Please note that the instruction manual for the IC-746 
does not list the supplied accessories as shown below. 


Accessories supplied with the IC-746: 


Qty. 
@ DC power cable (OPC-025A) .............04. 1 
@ Hand microphone (HM-36) ................-. 1 
@ Spare fuses (FGB 20A) ............ 0.000 eae 2 
@ Spare fuses (FGB 5A) .......... 0.00.00 eae 1 


© CW keyer plug (AP-330) 
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